To:  Turner,  Philip[Turner.Philip@epa.gov];  Rauscher,  Jon[Rauscher.Jon@epa.gov];  Arias, 

Jack[Arias. Jack@epa.gov];  Bhattacharya,  Dipanjana[Bhattacharya. Dipanjana@epa.gov] 

From:  Loesel,  Matthew 

Sent:  Tue  8/18/2015  12:38:38  AM 

Subject:  FW:  R6  Prelim  081515  Ground  Water 

R6  Prelim  081515  Ground  Water.xisx 


Matt  Loesel 

R6  Planning  Section  Chief 
US  EPA- Region  6 
817-271-4586 


From:  Fuller,  Kris  [mailto:Kris.Fuller@WestonSolutions.com] 

Sent:  Monday,  August  17,  2015  7:38  PM 

To:  Loesel,  Matthew;  Rauscher,  Jon 

Cc:  Locurcio,  Daniel;  Cook,  David 

Subject:  Re;  R6  Prelim  081515  Ground  Water 


Re-send  with  correct  screening  levels. 


From:  Kris  Fuller  < Kris. Fuller@westonsolutions.com> 

Date:  Monday,  August  17,  2015  at  7:23  PM 
To:  Matt  Loesel  <loesel.matthew@epa.gov> 

Cc:  "Locurcio,  Daniel"  <Daniel.Locurcio@WestonSolutions.com>.  David  Cook 
<David.Cook@WestonSolutions.com> 

Subject:  R6  Prelim  081515  Ground  Water 


Attached.  PWS  locations. 


Kris  Fuller 
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Senior  Programmer 
Weston  Solutions,  Inc. 

3900  Dallas  Parkway,  Suite  175 
Plano,  XX  75093 
469.666.5536  - direct 
972.754-4715  -cell 
Kris.FullerrdiWestonSoliitions.com 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify 
the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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